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‘Link p/w facebook con tommy smith 18/posts'3589308924520070 
‘Summary A forensic audit ofthe presidental vote lly by Donidon Vong Systems software used 
in Antrim County, Michigan, showed amore than 68% error rate, with autor claiming 
the system intenconally creates errors so the machine can “adjudicate” them and change 


‘Test Keeps coming ints cme for marta aw! 
‘Title Audit Finds Mich. County's Dominion Voang Was Rigged to Create Fraud 
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